DOUBLE GUARANTEE FOR ALL 
WINKY BOARD II UNITS 

L,Guaranteed to perform as advertised. 
Fast, full refund if returned in good 
condition within a 10 day trial period. 

2 .Guaranteed for life against parts 
failure and malfunction in normal use. 
Free repair or replacement. 

G. RUSSELL - ELECTRONICS 

SD 1 Box 539, Centre Hall, PA 16828 



